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Confidential 


All, 

During the 09 Jul conference call, we discussed the storage temps of the 
phamacy where the study cigs are being kept, sínce the humídor can not hold all 
of the current studies inventory. 

We keep the cigs iti a pharmacy retention room. That room has limited access and 
is monitored for temp and relative humidity. Room stays at 68 F and 
approximately 40% relative humidity. 

Let me know if you have questions. 

Kim 
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Source: https://www.industrydocuments.ucsf.edu/docs/llyx0001 



